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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 06154 131119 Z 
20 

ACTION SCI-06 

INFO OCT-01 EUR-06 ADP-00 CEA-01 10-03 RSR-01 RSC-01 /019 W 

038660 

R 131039 Z MAR 73 
FM AMEMBASSY PARIS 
TO SECSTATE WAHDC 8291 
INFO USAEC, GERMANTOWN, MD. 

US MISSION EC, BRUSSELS 7377 
AMEMBASSY ROME 

UNCLAS PARIS 6154 

E. O. 11562: N/A 

TAGS: TECH, FR, IT 

SUBJECT: SAFEGUARDS INSPECTION 

REF: STATE 43189 
ROME 1923 

1. SINGLE RESERVED FOR TUBBS AT HOTEL PRINCESS CAROLINE, 

MARCH 20, 21,23, 24, 25. MARCH 22 AT CADARACHE. 

2. CEA TENTATIVELY AGREEABLE TO PROPOSED ITINERARY. 

3. INSTRUMENT CAN BE AIR POUCHED MONDAY AM FROM PARIS TO ARRIVE 
IN ROME, MARCH 27. 

4. IS PARIS HOTEL NEEDED MARCH 19? 

5. CONTROL OFFICER AEC SCIADV ROUSSO. 

KUBISCH 


UNCLASSIFIED 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 13 MAR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973PARIS06154 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730325/aaaahnfz.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 STATE 43189, 73 ROME 1923 
Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09-Nov-2001 by hagers>; APPROVED <20-Dec-2001 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 971120 

Subject: SAFEGUARDS INSPECTION 

TAGS: TECH, FR, IT 

To: BRUSSELS 

ROME 

SCI 

SEC STATE 
STATE 

USAEC, GERMANY 
Type: TE 
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